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DELHI FOR TSO 

STATE FOR SY/T 

E.O.l 1652: N/A 

TAGS: ASEC, ASUP 

SUB J : PDI 803 ALARM MONITOR 

1. PDI 803 PLUG-IN DISPLAY BOARD MODEL C 2803/REVA FAILED AT 
MSG DESK TEHRAN, STATIONS 3, 4, AND 5 NO LONGER OPERATIVE. 



2. DUE MINIMIZE AND OBVIOUS SHIPPING DIFFICULTIES AT 
BEIRUT, REQUEST DELHI FORWARD SPARE BOARD IF AVAILABLE. 
HELMS 
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